Attachment to Independent. Case Review Report 
for CDRl? # 168 Case File. # 95-277821 . 



Material Examiner Malone f-RO) 



Remarks : ■ 

After research .It has been determined that the 
Laboratory submission .871204039 is' incomplete, 
(-no .final report) for Examiner Malone • (ROK • 
whichmav be due to a guilty plea as. stated in 
Serial #8 . .f incoming letter dated April 2l,. i988)"in 
the file,- at the time' of "re-view- by . the Independent 
"S cxe-nti-st". - ■■- - -. * ' 



INDEPENDENT CASE REVIEW REPORT 



Independent Review conducted by: Cc^'^p ^ ^~ ' ^ vilK ^ 
Area(s) of Expertise: 



Review commencedat: M .(Time) , 5 t.£0 f'9f Pate) 



File* QZ-ttUi 
Laboratory #(s): 



Examiner(s).& Symbols 
Reviewed' Not Reviewed , , - Reviewed Not Reviewed 

■: ftq , K D ' : - D 

Materials Reviewed 
Trial testimonytranscript(s) of: • ^ rmiP) GfsllPAU ClA^^mJl' 



Testimony E>ate(s): ' - ' . - Pages: 
Laboratory Report(s): 



• . Laboratory Number: >0>4 1+002 Q5 X£^ Date: Si ft 4, \ C \ ^ 

.'Laboratory Number: J ^ ' Date: 

Laboratory Number: : ; : Date: , 



Examiner Bench Notes of: 

Laboratory Number: 

Laboratory Number: 

fcaboratory-Number: ; . 



PwJ. of V 

Initials:- 



□ No 



Was any olher material reviewed? ^ Yes 
If yes, please ide ntify and/or describe the material: 




Note: Numbered comments are required below or on 
additional pages for any "No" or "Unable to Determine" Responses 



1) 



2) 



Did the examiner perform the appropriate tests in a scientifically acceptable manner, based on the methods, 
protocols, and analytic techniques available at.the time of'the original examination^)? 

□ Yes O No "aUnable to Determine 

Are the examination results set forth in the laboratory report(s) supported and adequately documented in the 
bench notes? " P Yes IS No □ Unable to Determine 



-~ Review-of. Testimony^ 



Note: Numbered comments are required below or on 
additional pages for any "No" or "Unable to Determine!' Responses 



^j^Transcript not available. 

3) Testimony consistent with the laboratory.report(s)? 

4) Testimony consistent with the bench notes? 

5) Testimony within bounds of examiner's expertise? 



■ \ 



.□Yes aNo Unable to Determine 

□ Yes □ No D Unable to Determine . 

□ Yes □ No o Unable to Determine 



£-<*A 

Initials . 



Page,: 



Comments 
(Set forth by above question if, if applicable. 
Use "Additional Comments". Sheet, if needed) 



Review completed at: /^ji^A,- (Time) j Jxjj£U$3- (Date) 
Total time spent conductingreview (to neareiri74"K6ur)T 

I hereby certify that I conducted this review in an independent, unbiased manner and that the results of my review are 
fiill'yHnp-nmented on this report consisting of a total of nk (p pages. . , , ; J L Ai I A/tif^ 

(Signature) (Date)] 7 



Page, J of. 
Initials 



Additional Comments 
(Set forth by. question if, if applicable) 




differ- 



_ dk<Safpr(kL 





^Aswy^lv Iff Kit) n»JL 'Hi. flCff/r^ III,,, ). 





mm /ft* 



nrtes Ha ruf^ 






JMLl 




Paee 4 of 
Initials: fl// 



